 541 252 0065 ggg
Anthony Friday Nov 16 12:40
Advising live transfer or certificate 
Items from Ginny foster
Keystone essay do a great job Oregon promise June 1foster money
Scbec summer job training also pharmacy tech phlebotimist start meet up authors group to encourage writing cheap way to live is rent a 3 bedroom and get student  roommates EOU suggest
Thursday 11;35 Feb 21th


EOU also eou via computer
Scholarships
December 7 12:40
Can start summer if feels like it; possibly easy fun requirement classes

Call banyan
10:30 19th
Independent study
Sat Nov 20th registration deadline SAT guidance office subsidy
PSU orientation weekend OSU uo
Jan 16 12;15 
Jan 22 12:15 Wednesday 
Friday 31 January 12:15
Oregon residency how long vancouver
"Save yourself go to college" printout also mortgage difference 10k or 30k
Feb 15 12:15
Is Vancouver wa  on best places to live lists, compare Portland and wue 
March 12
April 2 noon banyan

Seth Tuesday jan 22 noon
Seth Tues Feb 12 noon
March 5 noon
Americas best places
Summer jobs notably internships correlate with full employment at major
Bigger commissions likely in Portland; commissions and consumer reports
Mentorship and connections at university; networking
A continuous stream of better opportunities, internships, and career center at university
Imitating people you perceive to be doing well modelling is said to work
Dating at upper half of conventional achievement and intelligence likely benefits children, partnerships, 2 career couples
Look up which bs commerce majors most likely to work in their field
Common app PSU OSU 
March 26 noon
April 9 noon
Which Oregon city looks best; opportunity at Portland; higher $ to move in; if quit cc (5-15%) then upgrade to 4 year PSU or uo 

Scholarship emails



Jessie Monday 10th noon
What professions is she thinking about
Internships author meet up group
Scholarships get matching grant from parents put at index funds use for vacation or publishing graphic novel, make her a scholarship link list email and print it out
Visit orientation weekend
earn double what an attorney earns 
Monday February 4 lunch
25 the Feb monday
21 march thursday noon

Ryker or carson say "page" then point at something on page

Simone what would you do if you were a sea otter? Webbed fingers from last time

Zara what favorite book so far 2 fancy Nancy 1 curious George 

Send baa email
Mattress craigslist

Quora how would you improve pizza?

The person that just thinks of a set, then the forgetful functor of that, then that is a non monad made up of consciousness, as thought is apparently suggestible with the paranormal that could among other things be an example of a link from math and form (set physics) with the paranormal, only one I've thought of so far, although I have also physically felt things paranormal entities said they caused (sensations) does this have mwi meaning? Also is forgetful functor of a non monad like a qualia?

Flashlight fingers or glassfish time travel make a delayed quantum choice eraser then put the glassfish or fingers in the optical path, one finger on each of the paths, then the observation switches which of the fingers the causal and precausal finger paths the light goes through, for greater effect use feel able light like green laser tractor beam or a beneficial photo activated drug that makes the person feel different retrocausally like aptamer lsd

Not a metaphor, free writing: One day a woman saw a tree. She thought it looked nice. Then she continued her walk. She also was reminded of the variety of other organisms related to the tree. Then she continued her walk. I think this is likely to have actually occurred. As she continued her walk she glanced at the sky.

What are three things you have heard of or tried that you think other people should try

What are some walks around town you like

Have you ever relocated towards opportunity; how did it go

What location anywhere would you like to visit
Favorite food and why
Write about the town you grew up in

What is your favorite thing that happened last year, what do you look forward to during the next year

Silvia pavacich 541 378 4233